CRT Io BK PRECISION 


ADAPTER MODEL CR-7 


WIRING SCHEME 


CRT 
SOCKET WIRE 
PIN COLOR 


SOCKET WITH WIRES — 527-103-9-001 


WHT/BLU 
YEL/RED 
BLK 


BRN 


NYLON RECEPTACLE 
779-004 -9-001 
PINS(SPECIFY QTY) 
765-006-9-001 


GRN 


RED 


WHT 


30 6e 90/20 
20 50 ge ¡¡0 


FITS CRT DIMENSIONS: X 
A = pin circle diameter = mm/0.375" nom. N 
a = angular pin spacing PAICAN 
B = post diameter .51 mm/0.217" max. BK PRECOR 
C = keyway width -9 mm/0.075" nom. B & K-Precision, Factory Service Department 
D = keyway width -76 mm/0.030" nom. Maxtec International Corporation 
6470 West Cortland Street 


Chicago, Ilinois 60635 
Telephone: (312) 889-1448 


Hom, 
E © 


481-167-9-007B 


CR-7 
Used with B & K-Precision Models: 467, 470 


TUBE | HEATER TUBE HEATER TUBE HEATER 
TYPE VOLTAGE TYPE . VOLTAGE TYPE VOLTAGE 


4M33P-M 12.0 200GB4 11.0 340 YB4 
8VABP4 12.0 230 ASB4 440BEB4 
9VAHP4 12.0 230BRB4 A24-512W 
SVAUP4 11.0 230EB4 A31-121W 
10ATP4 6.3 240ANB4 A31-322W 
11RP4 6.3 240SB4 A44-280W 
12CLP4 12.6 280TB4 C12M09P4 
12CZP4 12.6 310ALB4 C938P4 
12VAFP4 6.3 310BMB4 CE615W 
12VBCP4 6.3 310DCB4 CT513 
12VBRP4 11.0 310DWB4 0 E2179 
12VCEP4 11.0 310EVB4 6.3 E2759 
12VCUP4 11.0 310FRB4 12.0 M12P4TE 
13VASP4 11.0 310GUB4 12.0 M18JCW1GH 
16CNP4 12.0 310HWB39 12.0 M24-301 
16VDAP4 11.0 310KEB4 12.0 M31-190 
28WB4 12.0 320ANB4 12.0 M32EAAIGH 
140ATB4 12.0 340AMB4 12.0 M44-110 
140CKB4 12.0 340BDB4 12.0 ST5440 
150HB4 12.6 340CKB4 12.0 ST6600 


Due to the number of CRTs that this adapter will fit, this is only a 
partial listing. For a complete listing, use the chart mailing service 
referred to below. 


In order to keep your set-up chart up-to-date, it is recommended that 
you subscribe to the B & K-Precision chart mailing service. These mailings 
will occur in May and November of each year and will include all the tubes 
presently listed on your chart plus all new types of CRT's that have come 
out since the last mailing. 


If you wish to take advantage of this service, contact: 
B & K-PRECISION, Factory Service Department 
Maxtec International Corporation 
6470 West Cortland Street 


Chicago, Illinois 60635 
Telephone #: (312) 889-1448 


For information on ordering a subscription. 


